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TO ALL SUPPLIERS 


SUBJECT: 
Customer No, 1 


REF : 


1. Reference memorandum is hereby rescinded. 


DPD-6658-60 
31 August 1960 


Authorized Representatives of Contracting Officer, 


DPD-5099-60 dated 28 June 1960, same subject 


The following 


individuals are hereby authorized to sign Production Lists and/or 
Purchase Requests and Work Orders issued for requirements for 
Customer No. 1 under our existing T&M and Call Type contracts: 


2. You will note that the name of 


has been removed from the listing. 


DDP/DPN/CE 
Distribution: 
- Baird-Atomic 
+ David Clark 


miw 


1 

1 

1 - Eastman 

1 + Firewel 

1 - GPL 

1 - Granger 

1 — HRB-Singer 

1 = Hycon 

1 -— LAC 

1 - TRW 

1 - Westinghouse 

1 - CB/DPD TM-1606 Baird, Corres. 
1—- "" HF-CT-691 Baird, Corres. 
Ll - “ W HF-CT-700, Clark, Corres. 
1 - nom CHATM-44 " " 
1 —- " ® poO.660, Eastman, 

/1- "" BPTM16, Firewel 
1 am ni if HF~CT-692 i] t 
1 - no TM-1461, GPL " 
vee to om HF.CT-693 " t 

- $™ " CT-511, Granger . 


3 no" TM512, " “ 
« " " HRBSC-991 HRB-Singer " 
FIN /DPD 


PRR RPP 
i 


gantd 


DAN 
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Very truly yours, 
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~ CB/DPD HF-CT-698, HRB, Corres. 
- %m" " CT-701, Hycon, Corres, 
BC-550, * " 
SP-1917, LAC 
SP.1918, * 
SC-56-42, P&B 
HF-CT-695 " 
A-102 TRW 
HF-CT-699 * 
TM-3013, West. 
-~ W HF-CT~694 " 


zs 323 3 8223223835 3 
3 ssa 3s: 32322 23 


513) ee Cl 300878R000700020080-0 
ApAIDYBEL 2001/08/01 ata 3 


